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REPORT NO. 


The Northeast Government has placed an order in Japan amounting to 8200, 000 


for alloy steel varts for the hydrogenat‘on plant of the Lingan Works, a 
government-run concern in Foshun. 
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CONFIDENTIAL in accordance with the 


letter of 16 October 1978 from the 
Director of Central Intelligence to the 
Archivist of the United States. 
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